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COVID-19 Test kits (300215) exports by country in 2017 

Additional Product information: Diagnostic reagents based on immunological reactions 

Category: COVID-19 Test kits/ Instruments, apparatus used in Diagnostic Testing 

Change selection (Reporter, Year, Trade Flow, Partner and HS 6 digit Product) 

In 2017, Top exporters of COVID-19 Test kits are Switzerland ($23,684,716.51K , 2,538,500 Kg), Germany ($17,464,406.19K , 7,242,210 Kg), European Union ($16,940,789.16K , 8,953,990 Kg), United States ($8,283,146.64K , 7,020,260 Kg), Ireland ($6,356,054.92K , 590,259 

Kg). 

COVID-19 Test kits imports by country in 2017 
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Malaysia 

Export 

300215 

COVID-19 Test kits 

2017 

World 

401.49 

1,009 

Kg 

Turkey 

Export 

300215 

COVID-19 Test kits 

2017 

World 

129.95 

446 

Kg 

Thailand 

Export 

300215 

COVID-19 Test kits 

2017 

World 

101.73 

77 

Kg 

Belarus 

Export 

300215 

COVID-19 Test kits 

2017 

World 

97.20 

65 

Kg 

Jordan 

Export 

300215 

COVID-19 Test kits 

2017 

World 

86.07 

973 

Kg 

Colombia 

Export 

300215 

COVID-19 Test kits 

2017 

World 

52.59 

133 

Kg 

Algeria 

Export 

300215 

COVID-19 Test kits 

2017 

World 

42.78 

4,323 

Kg 

Chile 

Export 

300215 

COVID-19 Test kits 

2017 

World 

27.00 

40 

Kg 

Armenia 

Export 

300215 

COVID-19 Test kits 

2017 

World 

13.96 

156 

Kg 

Other Asia, nes 

Export 

300215 

COVID-19 Test kits 

2017 

World 

8.32 

3 

Kg 

Peru 

Export 

300215 

COVID-19 Test kits 

2017 

World 

6.71 

13 

Kg 

Morocco 

Export 

300215 

COVID-19 Test kits 

2017 

World 

1.27 

1 

Kg 

Macedonia, FYR 

Export 

300215 

COVID-19 Test kits 

2017 

World 

0.94 

1 

Kg 

Bosnia and Herzegovina 

Export 

300215 

COVID-19 Test kits 

2017 

World 

0.64 

33 

Kg 


HS Nomenclature used HS 2017 
HS Code 300215: COVID-19 Test kits 

HS Classification Reference based on Covid-19 medical supplies list 2*^^ edition, prepared by World Customs Organization (WCO) and World Health Organization (WHO) 
Please note : Exports is gross exports and Imports is gross imports 
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